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Message Text 


E.O. 11652: N/A 
TAGS: BENC, KS 

SUBJECT: MAJOR PROJECTS: POWER SYSTEM CONSULTING 


REF: STATE 165300 


KOREA ELECTRIC COMPANY (KECO) IS NOT AT THIS TIME AGGRESSIVELY 
SEEKING A U.S. CONSULTING FIRM FOR PURPOSES CITED REF. 

HOWEVER, KECO WOULD APPRECIATE RECEIVING SYSTEMS CONTROL 
INC. CATALOGUES AND BROCHURES FOR FUTURE REFERENCE. 

THESE MAY BE SENT TO MR. SUH JHENG-OH, MANAGER. FOREIGN PROCUREMENT 
DEPARTMENT, KOREA ELECTRIC COMPANY, 5, 2-KA, NAMDAEMOON-RO, 
CHUNG-KU, SEOUL, KOREA. CABLE: KELECCO SEOUL. TELEX: 

KFLF.CCO L248. 
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